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RULES AND REGULATIONS FOR THE CLASSIFICATION 
OF A FLOATING OFFSHORE INSTALLATION AT A 
FIXED LOCATION, April 2008 


Notice No. 4 


This Notice contains amendments within the following Sections of the Rules and Regulations for the 
Classification of a Floating Offshore Installation at a Fixed Location, April 2008. 
The amendments are effective on the dates shown: 


Part Chapter Section Effective 
date 
a] 1 1to8 1 January 2012 
1 2 2,3 1 January 2012 
1 3 2 1 January 2012 


It will be noted that the amendments also include corrigenda, which are effective from the date of this Notice. 


The Rules and Regulations for the Classification of a Floating Offshore Installation at a Fixed Location, April 2008 
are to be read in conjunction with this Notice No. 4. The status of the Rules is now: 


Rules for FOIFL 


Effective date: 


April 2008 


Notice No. 1 Effective date: 1 January 2012 
Notice No. 2 Effective date: 1 January 2012 
Notice No. 3 Effective date: 1 January 2012 
Notice No. 4 Effective date: 1 January 2012 


Part 1, Chapter 1 


Part 1, Chapter 1 
General Regulations 


Effective date 1 January 2012 


Existing Part 1, Chapter 1 has been deleted. 
re Section 1 


Le) Lloyd’s Register (hereinafter referred to as ‘LR’), which is recognised under the laws of the United Kingdom as a 
corporate body and a charity established for the benefit of the community, was founded in 1760. It was established for the 
purpose of producing a faithful and accurate classification of merchant shipping. It now primarily produces classification Rules. 


1.2 Classification services are delivered to clients by a number of other members of the Lloyd’s Register Group, including: 
Lloyd’s Register EMEA, Lloyd’s Register Asia, Lloyd’s Register North America, Inc., and Lloyd’s Register Central and South 
America Limited. 


1.3 The Lloyd’s Register Group (hereinafter referred to as ‘the LR Group’) comprises charities, other forms of organisation 
and non-charitable companies, with the latter supporting the charities in their main goal of enhancing the safety of life and 
property, at sea, on land and in the air, for the benefit of the public and the environment. 


a Section 2 


2.1 LR remains the sole classification society in the LR Group. LR is managed by a Board of Trustees (hereinafter referred 
to as ‘the Board’). 


The Board has: 


appointed a Classification Committee and determined its powers and functions and authorised it to delegate certain of its powers 
to a Classification Executive and Devolved Classification Executives; 
appointed Technical Committees and determined their powers, functions and duties. 


2.2 The LR Group has established National and Area Committees in the following: 
Countries: Areas: 
Australia (via Lloyd’s Register Asia) Benelux (via Lloyd’s Register EMEA) 
Canada (via Lloyd’s Register North America, Inc.) Central America (via Lloyd’s Register Central and 
China (via Lloyd’s Register Asia) South America Ltd) 
Egypt (via Lloyd’s Register EMEA) Nordic Countries (via Lloyd’s Register EMEA) 
Federal Republic of Germany South Asia (via Lloyd’s Register Asia) 
(via Lloyd’s Register EMEA) Asian Shipowners (via Lloyd’s Register Asia) 
France (via Lloyd’s Register EMEA) Greece (via Lloyd’s Register EMEA) 


Italy (via Lloyd’s Register EMEA) 

Japan (via Lloyd’s Register) 

New Zealand (via Lloyd’s Register Asia) 

Poland (via Lloyd’s Register (Polska) Sp zoo) 

Spain (via Lloyd’s Register EMEA) 

United States of America (via Lloyd’s Register North America, Inc.) 


Part 1, Chapter 1 


| Section 3 


3.1 LR’s Technical Committee is at present composed of a maximum of 80 members which includes: 

Ex officio members: 

e Chairman andi Chiet Executive OFICEr OF LR. scencvindivdestevustiiieevavaseuieesdh nai sbes'ssisunaesdvieviean dues deysanetvasatiiveadsivsanaieaxevedes 
° Chairman of the Classification Committee Of LR oe. ececccccecccceccecseceeeeseceeseeeeesneseeseeseeseseuaeseeegeseeenesetanesensnesenaneees 


Members Nominated by: 

Technical:Committee:: dseidssdeate eisiaeteilensageen nce satan bynes odie Haas aaaeeeweet aage pave aed aaeeneaes cov om dna 
Royal Institution of Naval ArchiteCtS .....ccccccccccccceec eee e ee eee nee eee e ene e EEE EA GAH EEE EEEE EEE E EEE EE EAE DE EERE SEED; EA ESAS EE Sa EaaEEEEEEEES 2 
Institution of Engineers and Shipbuilders in SCOtand oo nent nenrannaaeees 2 
Institute:of Marine,..Engineering, Science:and TeChMOlOGY: ciccscccctutntdciseessnctedesdea sna ee er esined saline veibdeaneadtaatieenetee ate 2 
Institute of Materials, Minerals and MiNiINg 2.0.0... te ee eee eerste eee ee teeees 
Honourable Companyof Master ManinGrs: sc isaisk shar eisas egeraaiedeaPucsennnaiwed catawenuantasabaenedsied Gdateni dente anaaakeunas 2 
Institution-of Engineering and TEChnGloGy” ii n.csce dase ecnedtee a eeeee aay eat db deen edd mec sdinenaneet haan ada edd 
Institute-of ReIMGSrallon:. savcacteacdeutsereiaa das ere iad bee a ad aaddd dis Sie De eee eee ae 
WIGING IMStIIUTE:- dascsnectses ocatecersmnatebe tarsi annaiasanasennataimieniaseresideatataettewhs ogeiaaiied da nee aan mapnenapmneWeteanegots 1 
Shipbuilders’ and Shiprepairers’ ASSOCIATION  ....... eee eee trade tnnenettees 2 
The Society of Consulting Marine Engineers and Ship Surveyors  ........ccceceecee cece ee eeeeee tees ee eeetteee eee e eee e ees eaaeeenees 
Community of European Shipyards ASSOCIAtIONS «1.0.0.6... cece eee eee eee eee nent eee ea eee 
Society OnMantimeINGUSINGS: .cscresestoocies: danthinansaabreeindmtanauinamen Aacaed eaanaeou anew atin at aus ies memnaiaatuatanetaes 2 
European Marine: Equipment Council: ss.cccsieccasscatecits nee wndinha catenins cay eeeted any daminsadaes toes eanwoseaia ten ade dabeecaataantlad 
ChambBeronSHIOPING aaa: aicis cers. priamens teat ahadddeaanatacanssy a vdhtan bantg ans teeta mam atiaue. doeacemat oaianesaeteatneduedacinagand 1 
Greek Shipping Co-operation COMMIttee oo. ee ener n ee eee ene t ne neta dtttentteeeeees 
International Association: of Oill:and-Gas PrOGUCEMS: -ieeciesssetendstsceaddee ctenestasanij ca sesaegheatesantataudsvedeasee caceearnisasadaness 


3.2 In addition to the foregoing: 

(a) Each National or Area Committee may appoint a representative to attend meetings of the Technical Committee. 

(b) A maximum of five representatives from National Administrations may be co-opted to serve on the Technical Committee. 
Representatives from National Administrations may also be elected as members of the Technical Committee under one of 
the categories identified in 3.1. 

(c) Further persons may be co-opted to serve on the Technical Committee by the Technical Committee. 


3.3 All elections are subject to confirmation by the Board. 


3.4 The function of the Technical Committee is to consider: 

(a) any technical issues connected with LR’s marine business; 

(b) any proposed alterations in the existing Rules; 

(c) any new Rules for classification; 

Where changes to the Rules are necessitated by mandatory implementation of International Conventions, Codes or Unified 
Requirements adopted by the International Association of Classification Societies these may be implemented by LR without 
consideration by the Technical Committee. 


3.5 The term of office of the Chairman and of all members of the Technical Committee is five years. Members may be re- 
elected to serve an additional term of office with the approval of the Board. The term of office of the Chairman may be extended 
with the approval of the Board. 


3.6 In the case of continuous non-attendance of a member, the Technical Committee may withdraw membership. 


3.7 Meetings of the Technical Committee are convened as often and at such times and places as is necessary, but there is 
to be at least one meeting in each year. Urgent matters may be considered by the Technical Committee by correspondence. 


3.8 Any proposal involving any alteration in, or addition to, Part 1, Chapter 1 of Rules for Classification is subject to 
approval of the Board. All other proposals for additions to or alterations to the Rules for Classification other than Part 1, Chapter 
1, will following consideration and approval by the Technical Committee either at a meeting of the Technical Committee or by 
correspondence, be recommended to the Board for adoption. 


3.9 The Technical Committee is empowered to: 

(a) appoint sub-Committees or panels; and 

(b) co-opt to the Technical Committee, or to its sub-Committees or panels, representatives of any organisation or industry or 
private individuals for the purpose of considering any particular problem. 


Part 1, Chapter 1 


| Section 4 


4.1 LR’s Naval Ship Technical Committee is at present composed of a maximum of 50 members and includes: 
Ex officio members 
e Chairman and Chief Executive Officer of LR 


Member nominated by: 

e Naval Ship Technical Committee; 

e The Royal Navy and the UK Ministry of Defence; 

° UK Shipbuilders, Ship Repairers and Defence Industry; 

e Overseas Navies, Governments and Governmental Agencies; 
e Overseas Shipbuilders, Ship Repairers and Defence Industries; 


4.2 All elections are subject to confirmation by the Board. 


4.3 All members of the Naval Ship Technical Committee are to hold security clearance from their National Authority for the 
equivalent of NATO CONFIDENTIAL. All material is to be handled in accordance with NATO Regulations or, for non-NATO 
countries, an approved equivalent. No classified material shall be disclosed to any third party without the consent of the 
originator. 


4.4 The term of office of the Naval Ship Technical Committee Chairman and of all members of the Naval Ship Technical 
Committee Chairman is five years. Members may be re-elected to serve an additional term of office with the approval of the Board. 
The term of the Chairman may be extended with the approval of the Board. 


4.5 In the case of continuous non-attendance of a member, the Naval Ship Technical Committee may withdraw 
membership. 
4.6 The function of the Naval Ship Technical Committee is to consider technical issues connected with Naval Ship matters 


and to approve proposals for new Naval Ship Rules, or amendments to existing Naval Ship Rules. 


4.7 Meetings of the Naval Ship Technical Committee are convened as necessary but there will be at least one meeting per 
year. Urgent matters may be considered by the Naval Ship Technical Committee by correspondence. 


4.8 Any proposal involving any alteration in, or addition to, Part 1, Chapter 1 of Rules for Classification of Naval Ships is 
subject to approval of the Board. All other proposals for additions to or alterations to the Rules for Classification of Naval Ships, 
other than Part 1, Chapter 1, will following consideration and approval by the Naval Ship Technical Committee, either at a 
meeting of the Naval Ship Technical Committee or by correspondence, be recommended to the Board for adoption. 


4.9 The Naval Ship Technical Committee is empowered to: 

(a) appoint sub-Committees or panels; and 

(b) co-opt to the Naval Ship Technical Committee, or to its sub-Committees or panels, representatives of any organisation or 
industry or private individuals for the purpose of considering any particular problem. 


a Section 5 


5.1 LR has the power to adopt, and publish as deemed necessary, Rules relating to classification and has (in relation 

thereto) provided the following: 

(a) Except in the case of a special directive by the Board, no new Regulation or alteration to any existing Regulation relating to 
classification or to class notations is to be applied to existing ships. 

(b) Except in the case of a special directive by the Board, or where changes necessitated by mandatory implementation of 
International Conventions, Codes or Unified Requirements adopted by the International Association of Classification Societies 
are concerned, no new Rule or alteration in any existing Rule is to be applied compulsorily after the date on which the 
contract between the ship builder and shipowner for construction of the ship has been signed, nor within six months of its 
adoption. The date of ‘contract for construction’ of a ship is the date on which the contract to build the ship is signed 
between the prospective shipowner and the ship builder. This date and the construction number (i.e. hull numbers) of all the 
vessels included in the contract are to be declared by the party applying for the assignment of class to a newbuilding. The 
date of ‘contract for construction’ of a series of sister ships, including specified optional ships for which the option is ulti- 
mately exercised, is the date on which the contract to build the series is signed between the prospective shipowner and the 
ship builder. In this section a ‘series of sister ships’ is a series of ships built to the same approved plans for classification 
purposes, under a single contract for construction. The optional ships will be considered part of the same series of sister 
ships if the option is exercised not later than 1 year after the contract to build the series was signed. If a contract for construc- 
tion is later amended to include additional ships or additional options, the date of ‘contract for construction’ for such ships 
is the date on which the amendment to the contract is signed between the prospective shipowner and the ship builder. 


4 


Part 1, Chapter 1 


The amendment to the contract is to be considered as a ‘new contract’. If a contract for construction is amended to change 
the ship type, the date of ‘contract for construction’ of this modified vessel, or vessels, is the date on which the revised 
contract or new contract is signed between the Owner, or Owners, and the shipbuilder. Where it is desired to use existing 
approved ship or machinery plans for a new contract, written application is to be made to LR. Sister ships may have minor 
design alterations provided that such alterations do not affect matters related to classification, or if the alterations are subject 
to classification requirements, these alterations are to comply with the classification requirements in effect on the date on 
which the alterations are contracted between the prospective owner and the ship builder or, in the absence of the alteration 
contract, comply with the classification requirements in effect on the date on which the alterations are submitted to LR for 
approval. 

(c) Allreports of survey are to be made by surveyors authorised by members of the LR Group to survey and report (hereinafter 
referred to as ‘the Surveyors’) according to the form prescribed, and submitted for the consideration of the Classification 
Committee. 

(d) Information contained in the reports of classification and statutory surveys will be made available to the relevant owner, 
National Administration, Port State Administration, P&l Club, hull underwriter and, if authorised in writing by that owner, to 
any other person or organisation. 

(e) Notwithstanding the general duty of confidentiality owed by LR to its client in accordance with the LR Rules, LR clients 
hereby accept that, LR will participate in the IACS Early Warning System which requires each IACS member to provide its 
fellow IACS members and Associates with relevant technical information on serious hull structural and engineering systems 
failures, as defined in the IACS Early Warning System (but not including any drawings relating to the ship which may be the 
specific property of another party), to enable such useful information to be shared and utilised to facilitate the proper working 
of the IACS Early Warning System LR will provide its client with written details of such information upon sending the same 
to IACS Members and Associates. 

(f) Information relating to the status of classification and statutory surveys and suspensions/withdrawals of class together with 
any associated conditions of class will be made available as required by applicable legislation or court order. 

(g) A Classification Executive consisting of senior members of LR’s Classification Department staff shall carry out whatever 
duties that may be within the function of the Classification Committee that the Classification Committee assigns to it. 


oO Section 6 


6.1 No LR Group employee is permitted under any circumstances, to accept, directly or indirectly, from any person, firm or 
company, with whom the work of the employee brings the employee into contact, any present, bonus, entertainment or 
honorarium of any sort whatsoever which is of more than nominal value or which might be construed to exceed customary 
courtesy extended in accordance with accepted ethical business standards. 


oO Section 7 


7.1 LR has the power to withhold or, if already granted, to suspend or withdraw any ship from class (or to withhold any 
certificate or report in any other case), in the event of non-payment of any fee to any member of the LR Group. 


O Section 8 


8.1 When providing services LR does not assess compliance with any standard other than the applicable LR Rules, 
international conventions and other standards agreed in writing. 


8.2 In providing services, information or advice, the LR Group does not warrant the accuracy of any information or advice 
supplied. Except as set out herein, LR will not be liable for any loss, damage or expense sustained by any person and caused by 
any act, omission, error, negligence or strict liability of any of the LR Group or caused by any inaccuracy in any information or 
advice given in any way by or on behalf of the LR Group even if held to amount to a breach of warranty. Nevertheless, if the Client 
uses LR’s services or relies on any information or advice given by or on behalf of the LR Group and as a result suffers loss, 
damage or expense that is proved to have been caused by any negligent act, omission or error of the LR Group or any negligent 
inaccuracy in information or advice given by or on behalf of the LR Group, then a member of the LR Group will pay compensation 
to the client for its proved loss up to but not exceeding the amount of the fee (if any) charged for that particular service, 
information or advice. 


Part 1, Chapters 1,2 &3 


8.3 Notwithstanding the previous clause, the LR Group will not be liable for any loss of profit, loss of contract, loss of use 
or any indirect or consequential loss, damage or expense sustained by any person caused by any act, omission or error or 
caused by any inaccuracy in any information or advice given in any way by or on behalf of the LR Group even if held to amount to 


a breach of warranty. 


8.4 Any dispute about LR’s services is subject to the exclusive jurisdiction of the English courts and will be governed by 


English law. 


Part 1, Chapter 2 
Classification Regulations 


Effective date 1 January 2012 


| Section 2 
Definitions, character of 
classification and class notations 


2.4 Class notations (hull/structure) 


2.4.14 The ShipRight SDA notation may be retained by 
LR Classed tankers after conversion to an FO! for service in a 
moderate environment as defined in PE4—Ch4+4 Pt 10, 
Cin 1,112.84 


a Section 3 
Surveys — General 


3.12 Conversion surveys 


8.12.3 — All critical locations in the existing structure which 
may be prone to fatigue cracking are to be examined by MPI 
or other suitable NDE methods at the time of conversion-See 
Padt4+-Grhapter+-Section-6-3, see Pt 10, Ch 1,6.3. 


3.12 Life extension 
3.12.1 |The Committee may permit an installation to remain 
in Class after the end of the design life of the installation 


provided a life extension programme is completed satisfactorily. 


3.12.2 The life extension programme is to be submitted to 
LR for approval. 


Part 1, Chapter 3 
Periodical Survey Regulations 


Effective date 1 January 2012 


a Section 2 
Annual Surveys — Hull and 
machinery requirements 


2.2 Structure and equipment 
2.2.10 — For disconnectable units with equipment in accor- 


dance with Pt 4, G&-9 Ch 10, anchors, cables, windlasses and 
winches are to be examined so far as practicable. 
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